EARLY VOTING BALLOT TRANSPORT STATEMENT 


Election Type: General Election Election Date: _ 11/08/2022 ( 


Name of Location: TEMPE MOUNTAIN PARK HEALTH CENTER #15695 Arrival Time: L2 S G 


Were there ballots to be picked up? [ves <If YES, complete lines 1-7 0O NO <if NO, complete lines 1-7 


Spoils picked up? Des 0O NONE Completed Forms picked up? [Defves C] NONE 
ie 2729 I¢Sol F S220/9 SOL 


1) Blue Drop Box Seals <Indicate the seal numbers that were taken off on blue drop box 


FS 229 14S65 a T32 
2) Blue Drop Box Seals # | 4 2017 Sb. seal numbers that were_placed on blue drop box 
FS229] 
3) Red Box Seals # 7 Se % T 5 220 / 7 Eke S, seal numbers that were_placed on ballot transport box 


4) Ballot Box Sealed/Checked on (Date) /9 / 2 aj Zz (Time) Ll -O 3 <vae and time box was sealed/checked 


5) Location Staff Member (Signature) (Nout) Roe 
6) Transport Staff Member (Signature) ee ee oe 
7) Transport Staff Member (Signature) É A r 7 ) 


Departure Time: MOY 


UCU E This portion to be completed by the Receiving Agent at the MCTEC Facility 


Receiving Agent (Signature) Date/Time: />/ AM 22 lIur 
Sign to acknowl ise recei m Transport Staff Member Date óf Audit Match 


152201 9508 16220! 7469 


e applicable, verify the seal numbers on the box match the above from location 
1S 220/7757 7H BR B7 PSF 
Blue Drop Box Seals # <Indicate the seal numbers that were broken from blue drop box 


Count of Ballots in Transport Bin # i q toe! G-22 WAL 


r 
Audit Agent m TA ANTAN Date/Time: _! of L954 2 ) Sn 
Sign to affirm seal #’s match or that no ballots were to be picked up Date of Audit Match 


Ballot Box Seals # 


EARLY VOTING BALLOT TRANSPORT STATEMENT REV 09-09-2022 


